Brief comment text:

I am submitting this comment to oppose NextNav's petition for rulemaking. The proposal to allocate part of the 902-928 MHz spectrum for location-based services lacks adequate protections for existing devices and services that currently operate in this frequency range. This raises significant concerns for both the technological ecosystem and the industries that rely on this spectrum.  Specifically:

1.  Insufficient Interference Protection: NextNav’s proposal does not sufficiently address the risk of interference to a wide range of unlicensed devices that currently operate in the 902-928 MHz band. 

2. Lack of Comprehensive Impact Study: The petition does not provide a comprehensive analysis of the potential disruptions that could occur to existing unlicensed users. Given the widespread reliance on this band for industrial, medical, and consumer devices, the absence of a clear interference management plan poses a significant threat to the continuity of these services. Without proper safeguards, the introduction of NextNav’s services could lead to costly upgrades or even obsolescence for many devices, which in turn could impose a heavy burden on both businesses and consumers.

3. Failure to Prioritize Existing Users: NextNav’s proposal appears to prioritize new location-based services over the many established users of the 902-928 MHz spectrum, even though these existing devices and applications have been in service for years. The lack of guarantees or clear plans to protect these legacy systems undermines the FCC’s broader goal of equitable spectrum management. Existing users should not be forced to bear the consequences of diminished access or degraded service quality due to a new service provider’s entry.
